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CENTRAL INTELLIGENCE AGENCY 

WASHINGTON. G.C. 20505 


DD/A Registry 


77 - 5 " 7 ^ 7 


1 NOV 1977 


Executive Registry 


The Honorable James R. Schicsinge; 
The Secretary of Energy 
Wash i r.g ton , D . C . 


Dear Mr. Secretary: 

In compliance vritn t no provisions of Paragraph 5 if 5 

I wish to inform you that 
> oeen detailed to the Deoartr.cn 



:e assignr.cn t beginning 


strutted that he shall not. 
if fairs of your department 
'OU or your designee. 


Sincerely, 

/s/John S. Blaise 


John F . Blake 
Act inn D'eoutv Diroi 


CONCUR: 



w^kDirector, National Foreign 
Assessment Center 


2 0 OCT 1977 


Date 


Distribution : 

Orig. - Addressee 
1 - ADC I 
1 - ER 
1 - DDA 
1 - CCS 
1 - NFAC 
1 - NFAC/AS 
1 - D/Pers 
1 - .0 / TRB 
3 - OER/AS 


(EXE6IM StfilSW FIE 


OER/AS/JGB 


(17 Oct 77) 


STAT 
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